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THE  CATHEDRAL  OF  THE  HOLY  CROSS  is  lo 

cated  at  1400  Washington  Street,  Boston.  This 
is   the  largest  and  one   of   the  finest  Catholic  ^ 
Churches  in  New  England,  built  in  early  English  > 
Gothic  style  architecture.    It  is  the  Seat  of  the 
Archbishop  of  Boston,  His  Excellency,  Most  Rev.  S 
Rjchard  J.  Gushing. DD  5 
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